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USCIBs 13/302 


8 January 1953 


SECURITY INFORM ATION 


MEMORANDUM FOR THE 

^ — 

Subject: Clearance of ft* Robert Cutler for 

Special Intelligence. 

, At 

Reference: USCIB 13/30 0 dtd 2 January 1953. 

1. All members have approved, by vote sheet, the 
proposal contained in the reference. 

- x 

2. The Director of Gectral Intelligence has been 
Informally notified of this decision. 


^ H/D. JONES 

Acting Executive Secretary, USCIB 
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